ROSSI'S MOTEL 
Braidwood, III. 

On U. S. 66—65 Miles So. West of Chicago. 
16 Modern Brick Units—Insulated—Ti le 
Floors—Tile Baths—Circulating Hot Water 
—Beauty Rest Mattresses—Box Springs— 
Central Heating—Year-'round Comfort— 
Cafe and Service Station on Grounds. 

Phone Braidwood 2331 
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